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WARNING NOTICES IN TELLIG ENC E SOURCES AN D METHODS INVOLVED 


PROJECT NUMBERS S2 TNG 
DATE OF SESSIONS 880823 
START: 1.500 

METHODOLOGY s CRY 


SESSION NUMBERS :l 
DATE OF REPORTS 880823 
ENDS 1515 

VIEWER IDENTIFIERS 32 


1. (S/NF/SK) MISSION: Ac cess and describe in a stage two sense 

training target # 94, Steam Plant, CA. 

2. (S/NF/SK) VIEWER TASKING: Encrypted coordinates 3848/1224. 

3. (S/NF/SK) COMMENTS: E x e e 1 len t s e s s i o n . O 3 2 i mine d lately 

decoded the site and obtained excellent site stage 2 descriptions 
in perfect structure,, Minimal prompting needed. 032 did not 
acquire the stage 2 of energetics or power, but that will be 
worked on in the near future using a site (event.) with a much 
stronger energy/power gestal t . 

4. (S/NF/SK) EVALUATIONS 


HANDLE VIA SKEET CHANNELS ONLY 

•~sp eci al WmMMWMM 


SECRET/NOFORN 
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Plumes of hope in the search for energy, 
steam tapped from underground reservoirs 
roars through pressure-release vents at The 
Geysers steam field, where the Pacific Gas 
and Electric Company operates a generat- 
ing plant Steam-driven turbines produce 


enough power, for a q,ty of half a million. 

The California facility is the only one in the 
U. $. now turning earth heat into electricity. 
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